RBW109-3130-83-109 TOOL ASSEMBLY 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / + /-o .r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) BREAK SHARP EDGES: 0.005" TO 0.010" 
7) IDENTIFICATION: N/A 
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REV. 


DIMENSION R.06 CHANGED FOR 0.070" DIA 
HOLES. MATERIAL 4140 Q&T CHANGED FOR 
4140/4142, CMF .03 x 45° ON HEX CHANGED 
FOR .02 X 45°, REVISION ADDED. TEMPLATE 
UPDATED.MADE IN USA & S/N REMOVED 
FROM ENGRAVING, TEMPLATE UPDATED, 
SYMBOL CL SYM ADDED. CORRECTED T/N 
WAS-111 IS -109 
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